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February 4, 1992 


The Council for Tobacco Research - USA Inc. 

900 3rd Avenue 
New York, New York 
10022 
USA 

To Whom It May Concern: 

I would very much appreciate receiving a copy of your most recent report, which forms a valuable 
compendium of research in the biomedical fielck 

Yours sincerely, 

d 


Michael D.E. Goodyear, BMEDSc, MBBS, FRACP, FRCPC, FACP 

Department of Medical Oncology 

Hamilton Regional Cancer Centre 

Assistant Professor, Department of Medicine 

McMaster University 
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mgcounstob.let 
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